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INSTALLATION NAME 
Cheng~yang Probable 
SIGINT Facility, 
China 
LOCATION 


2.5 nm north of Cheng-yang 
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Basic Operational Components: 


FIX BIGHT 
Triple FIX EIGHT in a triangular arrangement. 


Communications Facility containing 2 Rhombic 
antennas, 1 Fishbone antenna, 1 Vee antenna, and 
8 Dipole antennas. 


TMAGERY ANALYSTS: The Cheng-yang Probable SIGINT 
pects includes a communications facility at 


BIGHT arranged in a triangular pattern centered at ers 120-21~ 30H, 
the component of which are designated B, C, and D on Figure 1; and an 
isolated FIX EIGHT at 36+20-l5N 120-20-58E which is designated E on 
Figure 1. The distances between the components of the facility are 
shown on Figure 1. 


The approximate dimensions and orientations of the antennas in the 
communications facility are shown on Figure 2 and are summarized in the 
table below. Because the azimuthal projections are approximate, the 
projections to determine possible correspondents would not be meaningful. 


ANTENNAS 
Number Type Dimensions , Orientation** 
(in feet) eee 
1 Rhowbic 5/265 
2 Rhombic 100/280 25X1D 
3 Vee 140/320 
4 Dipole 25X1D 
> Dipole 75/255 
6 Dipole 40/220 
i" Dipole 70/250 
8 Dipole 350/170 
9 Dipole 330/150 
10 Dipole — 300/120 
11 Dipole 285/105 
12 Fishbone 90/270 
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